3.  Contrary to a company rule against working on an
energized line and a mandatory federal safety standard
forbidding it, it was common practice for employees to
disconnect, splice, and re-connect a live pilot line a
number of times each week when the belt was being advanced.
In addition, nonqualified employees were permitted to do

this work on pilot lines.  As a general practice, nonqualified
employees would do this work on pilot lines (disconnecting,
splicing, and re-connecting) 2 or 3 times a week.  The crew
leader, who himself was nonqualified, testified that he also
worked on energized pilot lines, that he had seen others do
so, and that this was allowed by mine foreman Barry Teaque
so long as only 110 volts were involved.

4,  On each belt, the pilot line was extended about
once a week.  About a third of the time, the power was left
on when the line was being extended.  As a general practice,
the power was cut off during an extending operation only
when the power center was being moved; that is, when the
power center was not being moved during a belt advance, the
pilot line was disconnected, extended, and respliced without
cutting off the power.

5.. On September 27, 1982, crew leader Harlan Belt told
his immediate supervisor, Barry Teaque, that one crew member
was absent, and requested a replacement.  Teaque assigned
Dean H. Lundy, a general laborer, to work on Harlan Belt's
crew that shift.  Lundy, age 24, had 2 years 3 months mining
experience.

6.  Shortly before the electrocution of Lundy, he was on
one side of the tailpiece of the belt, the crew leader,
Harlan Belt, was on one side, and the belt mechanic,
Eddie Puckett, was near and in clear hearing of both of
them.  I find Puckett' s testimony credible as to what was
said by Lundy and Belt at that time, and the following part
of his testimony is incorporated herein as factual and
accurate (Tr. 191-193) :

Q Tell me what was happening right then,
who was doing what, and where, and what
conversation transpired between Harlan
and Dean Lundy.

Q Okay.  Like I say, I had stripped outer
layer of the dead end wire off.

. Copeland v. Marshall, 641 P.2d 880 (D.C. Cir. 1980s  that, Jones would have  continued work-
